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Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Phillipakis, Teacher 

Kindergarten 


Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Bondurant, Teacher 

Grade 1 


Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Brushe, Ms. Sinz, 
Teachers 
Grade 2 


Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Brushe, Ms. Sinz, 
Teachers 
Grade 3 


Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Brushe, Ms. Sinz, 
Teachers 
Grade 4 
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Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mr. Smith, Teacher 
Grade 5 


Jewell School 
Jewell, Oregon 
1992-1993 

Dr. John Stukey, 
Principal-Superintendent 
Mrs. Porter, Teacher 
Grade 6 
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